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tor vmm Rjnm 

R^fRTOft, 30 31^, 2010 

TO.TO 992(31).—-RR%I RTORR TOTIRR RTOtR TTTOK 
TO dfHdHfi TITO RRTR TOcT TTO ^ TO TFf 2006 RR ^ 
RTR TT. 3 ^ RRTO F' 3T% 18-2-2010 3lfc 

Rlffe 29-3-2010 TO* TRTO R 3TfRTJRRT TO* Middle 
TO. R, TFT. 3TTRR, RRR ^ 'g®* TORgfS R7t 3TRR$T, 

3TO3T TO RTRTTf F dfaddl^ sftr TOTTO TTO TOT RRlfRfe 
Rc^TO TTO 3 RTO TfRTR TOST ^ TITO! TO^fR 
TORT TOT RTRfdfe RT ddWTOl W&f R^, fTOK 3 
TTRpRR R ff, Tl TORT TORt WTTOT TTfafd TOT RRR TOT^ 

R^ %TT fR^TR fen RT : 

TOT;, 3TR, STOdH -RTRMR TORTOT fRTORt TO fTORTTOTR 
RT fdR TORptR RW TT9TRR ## RR RRR TOTdt t fTORT 
HHPdPTRR #t :— 

(i) TOTOjfcTTO. it. tt^T. TORR, —3T^T 

RTTd R^ ^d'jd Jp>R ^R1R*jf^ 

(ii) TOTOjfci %\ Rt. «TRRT, —TTRFI 

RTORR TRiRRrfq Rl g<PJ<f TORTRtRT 

(TOTTO TTTRRT TOT RTRPdf^R) 

(iii) ‘ : RRRjf^ TO. R. TOT. TOSFTRR, —TTRTR 

RTORR ^RlRTdR ^ ^RTRTRtTO 

(RfcpRRT^ TTTTOTT TOT RIRfRfe\ 


(iv) ^T. -TO 

TTfRR, Rv^tR 

TOR TTHTTOT RRTTTR, RTTR TTTRRT 
(TORRR TTTTOTT SKT diqfd^V. 

RRRM^RtRR) 

(v) TO. R?RT, —'TO 

gtsR STpRRTO ^TcR TORRT 

(TORfa TORRT 'griRT RTRH^R RTORtTOt t#l? ) 

(vi) —SRTRTlfRR 
TTgRRTlfRR 

RR#T TOR TTRTRR FRTRR, TOTd TORT 

2. TmRRRlMr^ 3THT^,T^FT 3^T T1RFT Tlfe R5) 
TT^R RlftSffaR? 3flT TO TO, RTO TRTOR 3TtT ^ R?R 
TOfRR TO ^ 3TeFT ^ ^llft fTO ^1^1 

3. TlfRfR RR RffRT##RI 

4. TfiRdd TTfr#, 3TO TTRSJ RTR ^ RTORT 'gRI RBRt 
TO TO fTOrort' RT, fro RR fTOTOl' RRT TRfRR fTO TO. 
*fl RTRdtR RTORR TORTdR ^ TRT^T TOR TO 

RJ^Rt 3?lT 3TR^ RTO 3 T?: RRT ^ RtRT TO TOT fTR^ 

RTTO ^ ir ^ 1 

5. TTfRfd fep ^ TOR ^ TO-TR?T ^TOff ^ fTO; 
TORt RfRRR fRTfRRRRRl TO ^yfdR fdTOT RRl R^Ml 

6. ^tr frof srk rr trtoi (tt?Arr) stMrrr, 
2006 R^t IMTOTOflTOR fafTO sffTTT^RlfTOiTOcIRTR^RTO 
TORTeTR ^ 3T^?I RRTO 18 RTOR, 2010 ^ TOTr 
RTORR TORRTR TOT iRdlffd fR»Q, "^ROTtl 

[TT. 11/2/2010-Rt-TO] 
\ TO RtRRR, TlfRR 


1643 G1/2010 
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MINISTRY OF WATER RESOURCES 
NOTIFICATION 

New Delhi, the 30th April ,2010 

S.O. 992(E).— Whereas in the matter of Original 
Suit No. 3 of 2006 between State of Tamil Nadu Vs. State 
of Kerala, the Hon’ble Supreme Court vide its Orders dated 
18-2-2010 and 29-3-2010 directed the Central Government 
of set up by notification in the Official Gazette, an 
Empowered Committee comprising of Hon’ble Dr. A. S. 
Anand, Former Chief Justice of India as the Chairman, One 
member each to be nominated by the State of Tamil Nadu 
and Kerala in consultation with the Chairman and two 
technical experts not connected with the dispute to be 
nominated by the Central Government in consultation with 
the Chairman; 

Now, therefore, for implementing the said directions 
of the Supreme Court , the Central Govememnt hereby 
constitutes the empowered Committee comprising of the 
following:-.— 

(i) Justice Dr. A. S. Anand, —Chairman v 

Former Chief Justice of India 

(ii) Justice Sh. K. T. Thomas, —Member 

Former Judge of Supreme Court, 

(Nominated by Kerala Government) 

(iii) Justice Dr. A. R. Lakshmanan, —Member 

Former Judge of Supreme Court, 

(Nominated by Tamil Nadu 

Government) 

(iv) Dr. C. D. Thatte, —Member 

Former Secretary', Union Ministry of 

Water Resources, 

(Technical Expert nominated by 
Centra! Government) 


(v) Sh. D. K. Mehta, —Member 

Former Chief Engineer, Central 

Water Commission 

(Technical Expert nominated 

by Central Government) 

/ 

(vi) Sh. Sat Pal, —Member 

Joint Secretary, Secretary 

Union Minstry of Water 

Resources 

2. Remuneration and other allowances payable to 
and terms and conditions thereof as also the matters 
connected therewith of Chairman, Members and Memeber- 
Secretary of the Empowered Committee, shall be issued 
separately. 

3. The Headquarter of the Committee shall be at 
New Delhi. 

4. The empowered committee shall hear to the parties 
to the suit on all issues that will be raised before them 
without being limited to issues that have been raised before 
Hon’ble Supreme Court and furnish a report, as far as 
possible, within six months irom their constitution. 

5. The Committee shall Ifame its own procedure and 
issue appropriate directions as to the hearing as well as 
venue of its sittings. 

6. The legal and constitutional issues including the 
validity of the Kerala Irrigation and Water Conservation 
(Amendment) Act, 2006 would be considered by the 
Hon’ble Supreme Court as per Supreme Court Order dated 
18th February, 2010. 

[F. No. 11/2/20 iO-BM] 
U.N. PANJIAR, Secy. 
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